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19th July 1983 
Our ref: PAS/CS/25749 

Dear Les, Your ref: PM 1039 

New European Patent Application based on U.S. 

Serial No.395,473 - Process for Increasing the 
Filling Power of Tobacco - Your ref: PM 1039 - 
Our file: 25749 -- 


Thank you for your telex of 28th June. The European Application was duly 
filed on 1st July under No. 83303831.8 claiming priority from the U.S. Application 
of 6th July 1982 and designating Germany, Netherlands, Switzerland and United 
Kingdom. I enclose copies of pages 5, 6, 7, 11 and 37 to 39 of the specification 
as filed. The other pages were taken directly from the U.S. specification. On 
page 5 the alterations included the deletion of the definition of Exogenous 
Impregnant because this does not seem to reappear elsewhere in the text and 

various changes in lines 24 to 29 to conform more closely with the claimed 

Invention. On pages 6 and 7 the amendments were purely concerned with the 

descriptions of Figures 4 and 5 appearing in the last two lines on page 6 and 
the first three lines on page 7. The only change on page 11 is at line 22 where 

Figure 4 is amended to Figure 5. The claims were revised to conform more closely 

to European practice based on the draft claim in my letter of 16th June. You 
will note in particular that there is no equivalent of the U.S. claim 16 since 
in European practice the process claim covers the product. 

I have received the certified copy of the U.S. application and this 
will be forwarded to the European Patent Office. The formal drawings were 
received and filed with the application. 

A Designation of Inventors was filed with the application and each of 
the seven inventors will receive a copy from the European Patent Office. 

I enclose the official filing receipt and our debit note. 


Encs : 

Pages of specn. 
Filing receipt 
Debit note 


Yours sincerely, 
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P.A.SMITH 


Source: https://www.industrydocuments.ucsf.edu/docs/kxljOOOO 
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